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From: HGAISCH —VCH0021A Date and time 10/05/89 08:20:54 

To: BBROOKS —VUS0212A 

*** Reply to note of 10/04/89 15:53 
TO : 

FROM : Helmut Gaisch (S&T) 

Subj ect: Coresta 

Your message was transmitted to Manuel, who is presently attending 
a course at Mont Pellerin. 

Between you and me, what is the issue ? Industry wanted to have 
anchored in CORESTA the notion of an error range for tar values 
of 15 percent but of at least 1 mg. 

This means that the lower limit of detection is - for arithmetic 
reasons - 2 mg. (If one obtains the numerical result of 1 mg in 
a laboratory test, one has to add the 1 mg error, so as to determine 
the boundaries of certainty, which gives you 2 mg. Readings below 
2 mg are therefore inadmissible). 

Kind regards, Helmut 


Source: https://www.industrydocuments.ucsf.edu/docs/rnkxOOOO 
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